HARDLY A WINDMILL STANDS in the Netherlands today. During World War II the
Germans destroyed even7 one they encountered to prevent their use as observation posts for
artillery. This windmill stands on the dykes near Flushing. Some still work the pumps that
help the dykes and dunes to keep the waters of the sea and canals from overflowing.
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